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PLENTY 
by David Hare 


Directed by Francesca Callow 


Designed by Louis Beaudoin 


BY DAVID HARE 
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Cast 
Marcia Doherty Alice Park 
/ Daniel Giverin Raymond Brock 
ae : Paul Hopkins Lazar 
‘: - Cameron Hurst Mick 
se : Don Read Leonard Darwin 
; a , Rs if France Rolland Susan Traherne 
4 rar Eric Widdicombe Wong/Frenchman 
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Stage Manager Amanda Euringer Master Electrician Kathy Smith 
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Set Construction Crew Props Construction Crew Running Crew 
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Krikor Ajemian Paloma Boilés Hugh Cartwright 
Michelle Atkinson Michelle Byers Alon Freeman 
Tamara Berger Diane Deschénes Sarah Nixon 
Lea Carlson Deanna Dobie Isabelle Plouffe 
Kenyan Curlotta Shannon Levesque Ingrid Silver 
David Druker Pierre Marinier Vanessa Slater 
Sonia Garbaria Catherine Moore Ron Spurles 
Connie Gariepy Ralph Olynyk Mitch Szczerbowski 
Emmet Henchey Jane Piper Lucy Willis 
David Howse Steven Rourke Diane Varga 
Angela Palmer 
Front-of-House Manager Sound Board Operator 
Costume Construction Crew Elaine Normandeau Laura Lee Shink 
Jan Bajkowski 
Nancy Bowe Front-of-House Crew Light Board Operator 
Lesli Chandler Gabrielle Aarons Emmet Henchey 
Brigitte Dubé Alyse Boltman 
Tracy Houston Jack Custodio Faculty Design Advisor 
Martin Kenny Mark Anthony Krupa William Reznicek 
Theresa Long Tracey Liben 


Stuart Newton 
Rosanna Saracino 


Sabrina Mandell 
Anoush Terjanian 


Publicity 
Jack Custodio 
Trevor Found 

Lisa Hitch 

Heather Markegraf 


D.B. Clarke Theatre 
October 3-6, 1990 


Faculty Directing Advisor 
Philip Spensley 


DEPARTMENT OF THEATRE 


Lynda Bathory * Asst. Technical Director 
Anne Clark * Production Coordinator 
Donna Cooper * Production Secretary 

Maggie Ewing * Wardrobe Manager 
Gene Gibbons * Department Chair 
Pierre-René Goupil * Technical Director 
Nicole Marquis * Asst. Wardrobe Manager 
Robert Paquette * Props Master 
Christine Petrakos * D.B. Clarke Theatre Manager 
William Reznicek * Artistic Director 


George Venckus * Props Asst. 


Special Thanks 
South Seas Restaurant 
Restaurant Alcazar 
Rick Moy 


Coming Soon 


One Flew Over the Cuckoo’s Nest 
by Dale Wasserman 
Adapted from the novel by Ken Kesey 
Directed by Joe De Paul 


After Magritte 
by Tom Stoppard 
Directed by Heather McCreath 


October 17-20 
8:00pm 
D.B. Clarke Theatre 
1455 de Maisonneuve West 


